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part: Iron and dissolved inorganic phosphates. Sbor pal vod VSChT 3 
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1, Ustav hygieny v Prase a Katedra technologie vody, Vysoke skoly 
chemicko-technologicke v Praze. 
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Statistical evaluation of the results of the coli-index estimation 
of drinking water by the standard Ficker-Partis and membrane-filter 
methods, Sbor pal wod VSChT 4 no,1:309-331 '60, 
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: (“Ch ree 
AUTHOR ‘ Chalupa, Jifi ‘ 
TITLE: Easy Testing of Infra-Analysers 


PERIODICAL: Chemickf prdmysl, 1961, No.2, p.84 


TEXT: Infra-analysers with positive filtration produced by 
Kovopodnik , Trebff are difficult to calibrate with calibration 
gases, Therefore, the author developed an easy and fast method 
for rough verification of the operation of the analyser by means of 
a built-in slide which is fitted with a mica plate, the thickness 
of which is commensurate with the sensitivity of the operation, 

The deflection produced by the absorption of the mica should be 
about one-third to one-half of the total deflection, The infra- 
analyser is arranged as follows: in the side walls holes are 
drilled for conductor wires, by means of which it is possible to 
Slide the mica plate from the centre position between the two entry 
windows of the membrane condenser to the two extreme positions 
where the mica screens one of the windows, The mica is protected 
from damage by a frame of a synthetic substance. The movement of 
the light frame does not influence the readings of the analyser, 
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the change in capacitance is negligibic, The conductor wires are 
fitted with a thread and are screwed in to the frame and fixed into 
position by a locking nut to ensure easy disassembly. Correct 
Setting of the frame with the mica .onto the window of the condenser 
is ensured by stops on the guide wires, i.e. by the nut and the 
locking nut, The centre position is best ensured by means of a 
recess through which the frame moves, In the centre position the 
frame will drop into the recess and this will manifest itself by an 
increased res:.stance, The components which rub on each other and 
the recess in the frame have to be made from materials of equal 
hardness so as to ensure minimum wear, Before putting the analyser 
into operation the measuring cuvette is cleaned with air not 
containing any admixtures to which the instrument could react. The 
cleaning is continued until a constant analyser indication is 
obtained; this real zero position need not be identical with the 
basic line of the mechanical noise on the recorder. If the 
instrument is not in good order, the indication on the analyser 
during the air cleaning may drop to the line of the mechanical noise 
and then again increase to a certain value, or it may not even reach 
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the line of the mechanical noise during the air cleaning, After 
thorough air cleaning, both branches of the analyser, the comparison 
and the analysing one, are alternately screened with the mica, the 
average of the two indications is established and the equilibrium 
diaphragms in the radiator are adjusted in such a way that the 
instrument indicates the average value when one of the two windows 
is screened with the mica. Thereby, the correct zero position is 
achieved, Following that, the deflection (in scale divisions) is 
compared with that obtained during the preceding test measurement. 
If it differs, it is re-set to the initial value by means of the 
"fine sensitivity" potentiometer. Minor damage of the mica has no 
appreciable influence on the correct setting of the zero position 
but it does influence the sensitivity setting, which has to be done 
very carefully and be recorded. If there is a continuous drop in 
sensitivity, the analyser should be re-calibrated with calibration —~™ 
gases, The loss in sensitivity may be cat:sed by a change in the 
radiation source or in the electronic circuit or in the membrane 
condenser, A change in the radiation intensity or in the gain can 
be compensated without danger by the sensitivity-potentiometer, a 
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change in the condenser is always dangerous, For instance, 
penetration of the air into the condenser as a result of untightness ™ 
may cause a change not only in the absolute sensitivity (which 


could easily be eliminated by a change in gain) but also in the 
ratio of the sensitivity to various components in the analysed 
nixture, As a result of this, incorrect data would be obtained 


even if the zero position of the instrument is correctly set and its 
sensitivity is adjusted on the basis of the data obtained by 
screening with mica, The opposite case, a change in the ratio of 
the sensitivity to various components without influencing the total 
sensitivity, is unlikely and was not observed during one year of 
Operation, If a change in the sensitivity is observed, this 
method cannot substitute calibration with gases but it does permit 
recognizing the time when re-calibration is really indispensable. 
The here-described method also enables simple verification of the 
(sero position without opening the instrument, If mica plates are 
Placed into the open instrument, reliable results can never be 
obtained, since the thermal regime will be disturbed, The thermal 
equilibrium is re-established only after a few hours so that the 
set zero position may change during that time. This easy 
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verification can be used for verifying the data of the analyser, 

it reduces the necessity of re-calibration to a minimum and enables 
re-adjusting in time minor faults on which the accuracy and 
reliability of the analysis depends, 

(Note: Essentially complete translation) 


rd 
ASSOCIATION: Spolek pro chemickou a hutn{ vyrobu, Ustf{ n.L. 
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Therapeutic exercise after gynecological operations. Cesk.gyn. 
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MUDr. Antonin Cernoch. 
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Regiew of prenatal fetal deaths observed at the 2d Gynecological- 
Obstetrical Hospital in Brno for a 10-year period. Cesk.gynek. 28 
N0083533-535 0 "636 


1. II. gyne-por. klin, lek. fak. UJEvP v Brne, prednosta doc. dr. 
Me Uher, CSc. 
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1. District Water Resources Management, Gottwaldov. 
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1. District Water Resources Management Agency, Gottwaldév and 
District Hygienic and Epidemiological Station, Gottwaldov. 
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beds in the lung following resection therapy. Bratial. lek. listy 42 
no,9: 569=574 ' 62 e 


1. 2 patologickoanatomickeho ustavu Felackeho Universi ty:# Olomouci, 
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“Wéraity v Olondiict;“predmosta prof. MUDr. Vl. Rapant, Dr. Sc., z 
VUCHP v Nove Poliance, prednosta MUDr, 0, Halak. a 2 II chir, kliniky 
lek, fak. Univ. Komenskeho v Bratislave, prednosta akad. K, Siska. 
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Results of a atudy of the bronchi and peribronchial lymph nodes following 
resection of the lungs in tuberculosis Bratisl. lek. listy 42 no.10: 
596-600 '62, ae 
1. Z Vojenskeho. ustavu pre ne pl'ucne' v Novej Polianke, Fiaditel' . 
MUDr. O. Halak.a 3 II. chir. kliniky Lek. fak.. Univ. Komenskeho v 
Bratislave, prednosta akademiej ‘K. Siska. 
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Stopping the water break at the 32d seam of the Doubrava mine 
and calculation of the operation, Uhli 7 no.4:125-128 65, 


1. Doubrava Mine in the Ostrava-Karvina coalfield. 
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Stability of the beginning of phenological phases in the Quercus 
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1. Research Institute of Forestry and Wildlife » 2braslav-Strnady. 
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SOURCE ene ¢z/008 0765/00, /o0 hf 0102/0103 


" TWVENTOR: Chalupa, Veo (Engineer) ce AR | aa 
ee nen aE 2 as ae aa er ) 


: ORG: none » 


cane Lostesi basket aa a a terroniectric capacitor--Czech patent No. PV 276B-6h, | 


Class 2la sup 1 ; 


ae SOURCE Automatizace, no. Pes 19655, 102-103 © 


TOPIC was ferroslectric material, ‘logic: olenent, electric Sa 


ABSTRACT: * a Dato. “of publication, 48 January: “1965... PT 2ial 9. 36/18, - 
“MPT H-03K, PV 2768-64, from 13° May 1964. To Engineer V. Chae: at 
Lupa. This logical element (for the logical operation NOR") = 
‘does not have ‘the shortcomings of electronic. logical elements = 
‘with respect to the anode voltage, dimensions, the need for ee 
“installation. in a definite. -position,. ‘eto. Its parameters are. - 


- givens Orig. arte has: 3 “figures. (JPRS) 
+ | SUB CODE: .09, 20 / SUB DATE: ‘none 
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C NR: APG6026048 SOURCE CODEs €2Z/0034/66/000/003/ 0227/0227 | 
AUTHOR: Jordanov, K. K. (Engineer); Chalupa, V. ae 
Sismcaactoaniasieehiree dein AIEEE EN 7 H 

ORG: none A 


TITLE: Portable apparatus for temperature measurements AW 
fa SSIS ERSTE sth Ne oh eee 
SOURCE: Hutnicke listy, no. 3, 1966, 227 


TOPIC TAGS: temperature measurement, measuring apparatus 


ABSTRACT: The article is a summary of Czechoslovak Patent Application Class 423, 
9/20, PV 6483-64, dated 23 Nov 64. The apparatus is designed for temperature meae 
surements without a direct contact between the apparatus and the object of which the 
temperature is measured. The basis of the invention is a silicon photocell which 
is aimed at the object which is investigated. Temperature range is 500 to 2000°C, 
Orig. art. has: 1 figure, /JPRS: 36,646/ 
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CHALUPA, Z.3 HAJEK, J. 
er 


"Measuring on the cathode-ray oscilloscopwe" Pe 299 


SDELOVACI TECHNIKA. Praha, Czechoslovakia, Vol. 3, No. 10, Oct., 1955 


ean List of East European Accessions (EEAI), LC, Vol. 8, No. 9, September, 1959 
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A few problems of special cathode-ray oscillographs. p. 349. 
(SLABOPROUDY OBZOR, Vol. 17, No. 6, June 1956, Praha, Czechoslovakia) 


SO: MonthlyList of East “uropean Accessions (EEAL) LC, Vol. 6, No. 12, Dec 1957. Uncl. 
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Reactor with an organic moderator. Jaderna energie 6 no.7:245- 
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CHALUPA, Z. 
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Basic taske of the Soviet science in the energetics and nuclear i a aot | 
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CHALUPA, Zdenek, inz., C.Sc. 
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Making use of magnetoplasmodynamic effect. Tech praca 
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Problems of controlled thermonuclear reactions, Jaderna 
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Research on reactor techniques in Switzerland. Jefiorna energie 
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CHALUPA, Z. 
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Boiling reactor and outlook for its use in nuclear engineering. 
Jaderna energie 9 20.2:68-70 F '63. 
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Gosts and mmber of: employees of the nuclear power plenie in 
the United States. Jaderna energie 9 n0.98303=304 S*63. 
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CHALUPA, Z. 


"The Seaborg report on nuclear energy" by A. Cassuto. Reviewed 
by Z. Chalupa, Jaderna energie 9 no.10:314 0 163. 
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“the second British plan of nuclear engineering development. 
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: '2/042/62/000/006/003/003 
e E140/E435 


AUTHOR: Chalupka, Milan, Engineer 
TITLE: Photometry of light impulses 
PERIODICAL: Elektrotechnicky Zasopisino.6, 1962, 350-356 


TEXT: The author examines the problems of measuring the output 

of flash lamps, or other brief light flashes, such as obtained |. 

from electrical overload of wires. It is concluded that vacuum 
photocells have suitable characteristics for these measurements 

if precautions are taken with respect to: apd apected and fatigue. oan! 
Linearity is achieved in th@ range Oo to 10° Lux. For higher 
intensities, non-selective reducing filters and spectral 

correction are required. There are 5 figures. 


= 


ASSOCIATION: Katedra elektroenergetiky SVST, Bratislava , 
. (Department of Electric Power Engineering SVST 
Bratislava) 
SUBMITTED: January 22, 1962 


: Card 1/1 
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EE 1, 34515-66 Ewr(1) _TyP(c) _co/w in 
PP ACC NR: ap60214708 = SOURCE CODE: C2Z/0042/65/000/010/0573 


' AUTHOR: xXneppo, Ludovit (Corresponding member CSAV; Academician SAV; Professor; 2/ 
Doctor; Engineer; Doctor of sciences); Chalupka, Milan--Khalupka, HM Engineer; B 
Candidate of sciences) a 


orc: {Kneppg/ Department of Theoretical and Experimental Electrical Engineering, 
svst (Katedra teoretickej a experimentalnej elektrotechniky SVST); /Chalupka-- 
Khalup Department of Electric Power Engineering, SVST, Bratislava (Katedra 
elektroenergetiky SVST) 


v, 
TIfle: Vector solution of the light field 


eee at NS gare 


“SOURCE: Elektrotechnicky casopis, no. 10, 1965, 573-592 
TOPIC TAGS: illumination engineering, electrostatic field, vector, calculus 


ABSTRACT: : The paper presents a solution of light fields| 
from typical sources with reference to the possibilities of ap- 
plication of the method in theoretical illumination engineering. : 
A uniform method is given for calculation of the illumination 
‘intensity E by the aid of the light vector S of the investigated 
‘field. The results are applied to several cases of curve-shaped : 
and non-plane areas. The light field is compared with the elec- 
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L 3454566 Oe ee Ne 
ACC NR: AP602),708 O 
trostatic field and the opinion is stated that there is no formal ' 
analogy between thes. The paper taxes into account observation of; 
the linear and areal symmetry of the fields, when complex calculus. 
‘ean be.used advantageously. This article was presented by 5B. Havelka. 
Orige = has: 19 figures and 40 formas. /Based on authors' Eng. absts/ 

3 ry 7 
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-. CHALUPKA, V.: DRABEK, Ve 
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CHALUPKA , V.: DRAEEK, V. Method of ‘determining the propensity of coal to 
spontaneous combustion. p. 31C. 


Vol. 5, No. 9, Sent. 1955... 
~. URLI 
TECHRCLCGY 
' Praha, Czechoslovakia 


So: East Europeon Accessions, Vol. 5, No: 5, May 1956. 
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CHALUPNIK, I. 
—— 


"Our participation in the 1956 World's Fair at Brussels." 


pe 161 (Kozaratvi) Vol. 6, no. 9/10, Oct. 1956 
Prague, Czechoslovakia 


SO: Monthly Index of East European Accessions (EEAI) LC. Vol. 7, no. 4, 
April 1958 
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‘Development of the organization for the production of leather footwear. p.59 
(Kozarstvi, Vol.7, no. 3, Mar. 1957) Praha 


SO: Monthly List of East European Accession (EEAL) LC, Vol. 6 no. 7, July 1957. Uncl. 
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CHALUPRIK J; Chirurgicke.odd.-Vinohradske nem. Praha. Prispevek k diagnostice 
epiduralnich haematomu Contribution to the diagnosis of epidural haematoma Css. 
Lok. ces. 1950, 89/45 (1268-1271) ee 
Epidural haematoma occurred in 8 out of 1,500 cases of head injury. Therefore this 
complication does not seem to be as common as some authors claim. iisgnestic 
srrors, how ‘ver, sre not rare, bacause the symptomatology of this affectioniis 
not constant. The most reliable sign is the frau interval of complete lucidity. 
Jirout ~ Prague 


So: Neurology & Psychiatry Section VIII, Vol. 4, No. 1-6 
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é CHALUPHIK, J. 
On the problem.of neomycin therapy of suppurative peritonitis. 
Roshl.chir.40 no.2-3:109-115 Mr "61. 


1. Chirurgicke oddeleni nemocnice OUHZ Praha 9, prednosta dr. 
J. Chalupnik, 7 : 
.  (PERITONITIS ther) 

(NEONYCIE. ther) | 
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CHALUPNIK, Kes DVORAK, J. 
* ¢ - 
The pil measurement in neutralization waste-treatment plants. p.561. 


' VODNI HOSPODARSTVI. (Ministerstvo ene getiky a nodniho hospodarstvi a 
Vedecka technica spolecnost pro vodni hospodarstvi) Praha, Csechoslévakia, 
No. 12, Dee. 1959. 


Monthly List of East European Accession (EFAI), LC Vol. 9, no . 2, 
Feb. 1960 


Unel. 
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CHALUPOVA, 


Bratialava, Bratislaveke Lexaraze Listy, Vol 1, No 9, 1952 
Copyright by the Publishing House of tha Slovak Aceteny 
cf Setences (Vyiaratelstvo Slovenske} akadente vied) 2962, 


2. "Professor Viniisiav RAPAYZ, 12 end Doctor of Sciences, Ia Sixty," 
eiitorial; pp 521-522. 


« "Controvarsiel Probless in the Diegnosis of Sons Tuccrs and Sinilar 
Bora Allmente,” by J. C2R7EUNSHKY--chief (prednsate) and correspond 
ing nexber of the cAV [Elcvonske akatente vied; Slacttacieny of 
Sctences--ant B. £XPOTIMA, of the Crehopedic Clinic (Ortopedicka 

. “Rrmrs) at the Metical Faculty of Cceseniur Uriversity (sse No 2) 
in Bratislava; yp.535-543 (Mglisn eumery). 


5. "Mon-Specific Wcermtions of the Suall Intescines,” by KX, CARSEY 
of the Ko 1 Burgery Clinte at the Medical Faculty of Comenitr— 
UniversTty [seo ho 2] in Eratialava, heated by professor XK. CARSIY 

_ MDs pp 556-553. — 


6, "Od the Problea of the Intranyocaztial Implantation of Autologous 
Arteries et the Eul of Increasing Kyccardial Blood Flow," by 3, 
WATBJICEX of the Sur; nie-at the Medical Pacuity of FP. J. 

“UEPEPIE University (Coirurgicka clinike lekarakeS falilty Unirer- 
sity P. J. Safarixa) tc Kosice; chief: professor J. ERAZOVICKY, XD. 
wp 559-569 (English succary). _— 


7 “m,the Probles of Iniication +o the Resection Graatzent of Residu: 
ad xD; feous reulous Poot in the Lungs,” by K, EGHCH, 0. 
» 3. KOSTOLTY and M. CHALUPA, Pres the-Insti- 
Gay. (Fatolcgickcenatazicky ustay) of | 
: vereite Pelacksho; Palacky Usiversitz) in Qlancuc, heated by 
docernt ¥. VALACH, 4D.; the Burgery Clinic (Cnizurgicka kiinika) of] _ 
PU in CledBUS; beetod by professor Vi. PAPANT, MD and Tector o 
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CHALUPOVA, E. CZECHOSLOVAKIA 
bd cee 
No academic degree indicated 


Military Sanatorium for Pulmonary Diseases (Vojensky liecebny ustav 
pre choroby plucne), Nova Polianka; Director: Dr. 0. HALAK; 


Prague, Rozhledy v tuberkulose a v nemocech plicnich, No 9, Oct 62, 
pp 678-682 


“Bronchial Adenoma in the Tuberculosis Sanatoriun." 
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KORHON, M.; HALAK, O,; CHALUPOVA, E,; KOSTOLNY, I,; CHALUPA, M, 
= 


On the problem of the indication of residual fibrocaseous tuberculous 
beds in the lung following resection therapy. Bratisl. lek. listy 42 
no.9:569=-574 '62. 


1.2 patologickoanatom! ckeho ustavu Faleckeho University-+ Olomouct , 
 “prednosta-deos-MUDr, -V, Valach, svehrurgicke kliniky.Pajackeho.Unis.. 
“Yérsity v Olonoict;prednosta prof. MUDr. Vl. Rapant, Dr. Sc., z 

VUCHP v Nove Poliance, prednosta MUDr, 0, Halak, a z II chir, kliniky 

lek. fak. Univ. Komenskeho v Bratislave, prednosta akad. K, Siska. 


( PNEUMONECTOMY ) 
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RAKAY, A.; KOSTOLNY, I.; KORHON, M.; HALAK, 0.; CHALUPOVA, E.; CHALUPA, M.; 
SKOKNA, D.; SALZMANN, J 


Results of a study of the bronchi and peribronchial lymph nodes following 
resection of the lungs in sere Bratisl, lek. listy 42 no.10: 
596-600 "68s See Ee J 
1. Z Vojenskeho ustava: pre dibeoby: pl'ucne v Novej Polianke, riaditel! 
MuDr. 0. Halak a z II. chir. kliniky Lek. fak.. Univ. Komenskeho v 
Bratislave, prednosta akademiej K. Siska. 

(TUBERCULOSIS PULMONARY) °  (BRONCHI) = (LYMPH NODES) 

( PNEUMONECTOMY) 
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SLAVIK, Josef B,; CHALUPOVA, Vera; KLIMES, Bohdan; TICHY, Jiri 


Acoustic conditions at the stadium of the 2d National Spartakiad 
1960, Slaboproudy obsor 22 no,53258-265 'é1. (EEAI 10:7) 


1. Katedra fysiky na elektrotechnicke fakulte Ceskeho vysokeho 
uceni technickeho v Prase. 
(Csechoslovakia—Stadiuns) 
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The smallest axial distance of pipes in water pigelines. Zdravot 
tech 6 no.2193-94 '63.: | 
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Soest eda nepateene NBO TET ATE 
Report on activities in a district. Prakt. lek., Praha 34 no.11: 


1. Obvodni lekar, Ruinik, okr. Yrohlebi. 


(PUBLIC ERALSE, 
in Csech.,. district. systen) 
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CHALUPSKY, Josef. 


frichinellosis in Rattus norvegicus and Rattue rattus. Cesk. epider, 
mikrod, iwun, 6 no.4#:281-28% July 57. 


1. Parasitologicky ustav biologicke fakulty Karlovy university v 
Prase. 
(FRICHINOSIS, epideniology, 
"in vate (Cs)) 
(RATS, diseases, 
trichinosis (Cs )) 
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STANEK, Miroslav, inz.; TEYSSLER, Jiri, inze, dr.; FISCHER, Jiri, inz.; 
SPITALNIK, inz.; STEKL, ins.; NAVRATIL, Miroslav, inz., dre; 
IBLER, Jaroslav, ins.e, Gre; KARAS, Frantisek, profe, inze, dre, ScDr.; 
CESKA, inz.3; HOFFMANN, V., ins.: CHALUPSKY, Josef, ins.; 
FAPSO, 0., ings; ROGEK, Jaroslav, inz., Sec} SYEUDK, J., inz.; 
IENCZ, Imrich, inz.; RAJDA, Frantisek; BALOS, Jaroslav, inz.; 
MACHA, Jiri, inz. 


Third National Conference: on the Results of Research and 
Development of Power Installations. Energetika Cz:Suppl.: 
Energetika 13 no.6:1-94 '63. 
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CHALUPSKY, J. 


Kubicek, J. Comparison of the quality of 6-caprolactam manufactured in Czech- 
oslovakia and the Soviet Union. p. 167. 
CHEMICKY PRUMYSL, Praha, Vol. 5, no. 4, Apr. 1955. 


SO: Monthly List of East Suropean Accessions, (BEAL), LC, Vol. 4, mo. 10, Oct. 1955, 
Uncl. 
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© hahapshy, J ’ 


- CZRCHOSLOVAKI'/Chemical ‘Pocknolony. 1-26 


 Chemiec 1: Products: and “Their | ‘ppliec tion--Synthetic 
fibers, - 


“fbs Jour: | Ref Zur -Mhimiye, No 3 3° 195% e 0078 


* futhor 


: -Chalupsky, Zz ‘ 
Inst : Not given. 
-s The Guclity of Fixed- Capporseten ond its Effect on 


~~ Rable 
the Production of: ezom ALRCES: 


Orig Pub: Chem, prunyol., 1958, “Vol 5, Ho 1% 2902-293 (in 
Gacch, ; 


Abstract: ‘the following. paeone tenet of 6- -~coprolieten have 
becn. investigeted:. nelting. point, volatile bizsc 
content,. and content. of oxidizable substenccs. 
For the: dcterminetion of. the melting point, 2 20 
gm dricd scnplc ef Inctam is. rclted, and the 
meximum solidifiestion temporeture is dctcrmincd. 
The volatile beses sre. determincd by hecting 20 
&ms of ‘lectam with 50 ml @N NacH end ecatching 


Card 1/2 
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JELEN, B., inz; CHALUPSKY, L., inz. 


Literature on sanitary engineering. Zdravot tech 7 no.4:193-196 '64. 
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Borerrice I, ins. 
Combined bygiente set. Zdravot tech 7 no.61278 '64, 


Lo Designing artificial lighting without eateaet: Zdravot 
: tech 7 no.6: Saper insert '64, 
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BALIK,S.; CHALUPSKY,L.3 MILOVA,A 


SOI ROO _ 


Graphical device for approximate calculation of artificial — 
room lighting. Cesk. hyg.e 9 noo2sl05-111 Mr*64 


1. Ustav hygieny, Praha, Tesla-Holesovice, n.p.e, Vyzkum 
svetelnych zdroju a osvetlovani. | 
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BALify 43 CHALUPSKY, Lg HILOYA, Ac 
Dememrmnanmnntnenmmnnetamemenmamns nee aca 
Prague, Seskoulovennka Uygienas, Fo 2, 1965, pp 71-80 


"Ths Approival of the New Prototype of Fluorescent highting 
in Howpital Eoomse* 
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Cearbe San pena en eee ea EAE we betes + SUS teats os bee he PSS ey AEE ALAC? SERS 


-BALIK Soy OHA CHALUPSKY, Bs MILO 


Wranaiarsecie Rasy ae 


penne oy ‘proposal and aveluation of a cade fluorescent lamp for 
Pesreaae pears tet bedrooms. Genke hye 10 no.2t71-80 Mr '65 


ys 
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CHALUS, Frantisek 
' Distribution of silicor phase components in slag and their 
determination. Hut listy 16 no.8:587-588 ag ‘61. 


1. Vyskuany ustav kova, Panenske Bresany. 
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ee VE, fy < wee ope ec a vee oe eee 
ae S.he; aan KM. 


ance LET ES 4 
Calculating the magnetic fields of electromagnetic mechanisus 
on the EM-8 electric model. Dokl. Av AB Azerb. SSR 10 no.8:543- 
546 '54. (MLRA 8:10) 


1. Neftyanaya ekspeditsiya Akademii nauk Azerbaydshanekoy S5R. 
Predstavleno chlenozw korrespondenton Akadeaii nauk SSSR V.I.Ko- 


valenkovya. 
(Magnetic fields) 
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AUEESHRROV, S.A.; BABICH, Yu.A.; MOTYAKOV, V.I.; CHAL'YAN, K.H. 
bd % - SE Boe 


Experimental study on electrical models of individual problems of 

geological and technological projections of an alternating sandy- 

-clay horizon. Izv.AM Azerb.SSR no.8:21-29 Ag '56. (MLRA 9:11) 
(Petroleum geolozy--Blectromechanical analogies) 
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CHALKA NM, K 41, a Ne i ace ea ae 


124-11-12925 
Translation from: Referativnyy Zhurnal, Mekhanika, 1957, Nr. 11, p. 92 (USSR) 
AUTHORS: Aleskerov, S. A., Babich, Yu.A., Motyakov, V.1., Chalyan, K. M. 
oe 


TITLE: Experimental Solution of Problems Described by Fourier’s Equation 
on an EM-S8 Electrical Analog Computer. (Opytnoye reshenie zadach, 
opisyvayemykh uravneniyem Furtye, na elektricheskoy modeli EM-8). 


PERIODICAL: Izv. A.N AzSSSR, 1957, Nr. 1, PP 2V-29 


ABSTRACT: The paper presents the results of several experimental investigations 
on the EM-8 electrical analog computer, the prototype of which was 
developed and constructed at the Institute for Exact Mechanics and 
Computer Techniques of the USSR Academy of Sciences. The device 
was used to derive a number of experimental solutions for differential 
equations of the parabolic type : 

Q au. 9,n BU, _-- au 
ax (A@x ) + By (Boy) = SOE 


Card 1/2 where A, B, and C are known functions of a point (x,y). The 
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124-11-12925 


Experimental Solution of Problem's Described by Fourier*s Equation on an EM-8 
‘Electrical Analog Computer (continued). 


' desired solution, U(x,y, t) is determined from the stationary boundary | 
conditions and the initial conditions 


U(x, y, t) laze = f(x, y) : 


The analog simulation of the process is performed with the aid of 
resistor and capacitor networks. The results of the experimental 
solutions of problemstaken from the theory of seepage of an elastic 
fluid and from the theory of heat transfer, were correlated with 
known approximate or exact analytical solutions. From the examples 
and the correlation analysis adduced, conclusions are drawn relative 
to the expediency of utilizing the proposed method for the solution of 
practical problems, _(V. P. Pilatovskiy) 


ry 


Card 2/2 
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MEYEROVICH, E.A.; CHAL'YAN, KM. 


Use of a consecutive approximation m 

ethod for caleulati 
current distribution in conductors with consideration of the 
proximity effect. Izv, AN SSSR. Otd. tekh. nauk, Energ, i 
transp. no.3%309=321 My-Je 63, (MIRA 16: 8) 
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MEYEROVICH, BeAesCHAL' YAN, Kall. 
es nearly 
Method for calculating the current density distribution from 
the cross section of two conductors allowing for their mtual 
influence, Dokl. AN Azerbs SSR.19 no.6217~23 "63 (MIRA 1727) 


1. Institut energetiki AN AxSSR. Predstavl : 
AaSSR Ch.Me Drhuvarly, Bavieno akademikom AN 
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CHAL'YAN, K.M. 
RN RO ONC aie seas = 
Method for calculating current density distribution along the 
cross section of conductors in a system of cylindrical wires 
taking into account th» proximity effect, Dokl. AN Azerb, SSR. 
19 no.8:21=26 '63, (MIRA 17:11) 


1, Institut energetiki AN AsSSR. Predstavleno akademikom AN AzSSR 
ChM. Dzhuvarly. : | 
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_ GHALTYAN, KoMe (Baku) 
Distribution of an alternating current along the cross sections of a 


random number of cylindrical parallel conductors, Izv, AN SSSR Enarg. 
i transp. noods504-510 Jl-Ag '64. (MIRA 17210) 
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GHALIYAH, Rye. 


uevarmining the strength of a magnetic field and the current 
Jntensity from the conduetor oross sections in a system of 


parallel conductors, Iave AN Azerb. SSR, Ser. fiz.-tekh. i mat 
NEM» 10—¢22112-122 165, ° (MIRA 18:8) c 
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NAYMARK, L.B.: CHALYCH, P.N.; SHOKANOV, A. 
nn 
Quantitative spectrographic determination of beryllium and 
scandium in products cf the treatment of berylliunm-bearing 
ores. Isv.AW Kasakh.SSR.Ser.met.obog.i ogneup. 10.1:85-89 
159. (MIRA 13:4) 
(Beryllium—-Spectra) (Scandius—Spectra) 
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pee Rees 


GHALYK, D.A., inzhenery VOIXOV, A.K., kandidat tekhnicheskikh nauk, 


Shipbuilding at the All-Union Industrial Exhibition of 1956. 
Sudostroenie 22 n0.9:25~36 § '56, | (MERA 1031) 
(Moscow--Schibitions) (*hipbuilding) 
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DVOYRIN, M.S.; KRAVCHENKO, S.S.; BEZBOSOVA, Zh, 


PERBVOZNIKOVA, Zh. 1. ; BURIACHMBKO, NA. 


oa 


A.; ZAMDBORG, L.F,; CHALYK, Moa.s. 


Problem of elimination of meningeal tuberculosis in chilaren, Sov, med, 
22 merle Dee 220 D '58, (MIRA 12:1) = 


1, Is organiszatsionno-setodicheskogo otdela (sav. - prof. S,S. Kagan) 

Ukrainskogo nauchno-issledovatel'skogo instituta tuberkuleza imeni akad. 

F. G. Yanovakogo (dir, - dota, AS. Namolat) 1 ternopol'skogo, Virmitsko- 

go, Chernigovekogo, Kiyevskogo, Chernovitskogo 1 Stanislavekogo oblast- __ 

nykh protivotuberkulesnykh dispanserov, : 
(TUBERCULOSIS, MENINGML, in inf, & child 
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—-GHALYK, 7.8., nauchnyy sotrudnik 


Heterogeneity and vitality difference in seeds obtained from one 
individual corn ear, Trudy Kish, $al'khoz,. inst. 32137-140 '55, 
"(MIRA 11:7) 
1 Eksperimental' no-selektsionnaya stantsiya Kishinevskogo sel'skokho- 
syaystvennogo instituta, 
(Corn (Naize)) . 
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ae PD Bete me : Be aye ee 
HHAPIN, Leon 


Chalyk, T. 5. -- "“Hydridization of Corn Pased on the Use of Local ¥sl- 
davian Varieties." Kishinev State Inst imeni M. VY. Frunze. 
Sanaa 1956. (Dissertation for the Degree of Doctor in Agricultural 
Science : 


So: Knizhnaya Letcpis', No 12, 1956 
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CHALYK , Te Speusisnsciinasine,: 
Creation of sterile analogs of corn by androgenesis, Genetika 
nO.5:135—141 N '65. (MIRA 1933) 


1. Ob"yedinennaya laboratoriya genetiki AN Moldavskoy SSR i 
Kishinevskogo sel'skokhozyaystvennogo instituta imeni M.V. Frunze. 
Submitted November 24, 1962. 
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CHALYKH, A.-I. 


- **Cutting Circular Rocks", Stanki 1 Instrument, 10, No. 7, 1939, Komscmolets Machine 
Tool Plant, Engineer. 


11505, & Oct 1951. 
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